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MEMORANDUM FOR: Advisor for Management 
SORJECT: Beading Panel 


Asstatant Directors but there needa to be a face to face 
@iscuasion of the problem by representatives of the interested 


Enclosure 


Approved For Release ae: ¢) ahaa R003400080005-6 


pee a 


_ 
Approved For Retease 7003/06 MCR DP80R01731R003400080005-6 


1. OOD Reading Pane] distributes materials in accordance with 
ee eee hae et ait Ce have dalineated 
fete several interests. In the Instances of RR, SI and CI, a Division 
Se Co een actually nade to the ST Divisions, direct. 
Delivery to CI, while made to the office of the /D, vasses to 
the Bivieions without further processing. Delivery to Rl is made to the 
efftes of the AD, and is there subjected to a Reading Panel perusal for 
the purpose of indjeating the particular Desk interest before it ic passed 

on Gown. 


2. Meterial for 0/50 and 6/C goes to those offices without further 
ftnere rien 


3. Tee foregoing does not relate to the handling and distribution 
of esies which will become the finction of a cable center now being set 


wy. 


ae keene) cease ee ee 
te OCD for i Shines delivery to the ofidressee. Restricted data, 
such as AE, is passed by SO to the interested office direct. 


4, OCD has satisfactory working relations with the overt offices 
ani they are close encugh {n fact to give cood assurance thet the users are 
eutistie® with the distritytion service rendered by OCD. As between OCD 
ee ee eS ee 


5. OGDe contact with CSO and OPC is exeeedingly texuous, since they 
have aocese to single lieison contacts only. The extrem: autonomous 
ghaverter of OS6 anf OPC compels that they solve their om problems. OCD 
ean*t help then al a situetion wrich does not permit correlation. 


JAMES Q. REBER 
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